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HERRMAN DIENfeLT. 









Iron Founders and Machinists, 

|Slos. 1306 to 1318 Houaard Street, 

ABOVE TH0MP80N. 


VU 




Colonel. Oliver C. Bosbyshell. 

Superintendent. 0. S. Mint. 

Philadelphia Pa. 


Dear Sir:- 


we Peg leave to submit the following Proposal. 

We will furnisii tbe U. S. Mint at Philadelphia Pa. with One 6 * 4*6 Regular Pattern 
Worthington Steam Pump with brass fittings - one inch Automatic Pressure Regulator, 


Lead Pump - Double Glass sight Oil Feeder - Bed-Plate - Foundation and set up the 
same complete with all Pipe Connections, two Globe Valves and Magnesia pipe cove¬ 
ring for the sum of Three hundred dollars. [300].. Trusting that the above will 




meet with your approval; We remain 


Yours very truly 
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Office of Dienelt & Eisenhardt 
Iron Founders and Machinists 
Philadelphia, Pa. 

Dictated. 

April 23, 1890 

Colonel. Oliver C. Bosbyshell. 

Superintendent, U.S. Mint 
Philadelphia, Pa. 

Dear Sir: - 

We beg leave to submit the following Proposal. 

We will furnish the U.S. Mint at Philadelphia Pa. with One 6 x 4 x6 Regular Pattern 
Worthington Steam Pump with brass fittings - one inch Automatic Pressure Regulator. Lead 
Pump - Double Glass sight Oil Feeder - Bed-Plate - Foundation and set up the same complete 
with all Pipe Connections, two Globe Valves and Magnesia pip covering for the sum of Three 
hundred dollars. (300). Trusting that the above will meet with your approval; We remain 

Yours very truly 
Dienelt & Eisenhardt 



